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For OSMA Members and Their Families... 


NEW For the preferred risk Ohio physician 
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AUTO 
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HOMEOWNERS 

INSURANCE 

FROM 

PICO 


market. 

PICO’s Heritage Flan line of preferred 
personal insurance coverages for 
OSMA members and their families are 
now available at extremely competitive 
rates! 

Heritage Plan offers you the finest 
protection available for your auto¬ 
mobile, home, and other personal 
possessions. 

Because of PICO’s many possible rate 
credits, your automobile and 
homeowners’ premiums with PICO 
may be significantly lower than your 
present coverage rates! And, if you 
choose an Auto/Home Package policy, 
your premiums can be even lower! 

Contact your local PICO agency for a 
quote... we think you'll be delighted with 
the excellent coverage and rates avail¬ 
able from your Ohio physician-owned 
company. 



Physicians Insurance Company of Ohio 
Bates Drive, P.O. Box 281 
Pickerington, Ohio 43147 

(614) 864-7100 or toll free in Ohio 1-800-282-7515 
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COMPLETE 

PROTECTION 


MEDICAL 

PROFESSIONAL 

LIABILITY 

INSURANCE 

HOMEOWNERS 

INSURANCE 


FAMILY 

AUTOMOBILE 

INSURANCE 


OFFICE 

PROTECTION 

POLICY 


Complete Insurance Services 

The Gluck Insurance Agency 


- Infco - 

PICO Authorized Representatives: 

JAMES LANG JAMES SUTMAN 

JAMES KEATING EDWARD HASSAY 


Introducing LIFESTYLE I. A 12.2%* 
return on your life insurance investment PLUS 
the valuable protection of life insurance. 

* current rate as of 11/81 


The Gluck Insurance Agency 

2901 Market St., Yo„ OH 44507 P.O. Box 2726 
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LESTER'S 


• PHYSICIAN SUPPLIES 


HOSPITAL SUPPLIES 


• PRESCRIPTIONS 

We offer 

• Prompt courteous service—Free Delivery 

• Complete Stocks 

• Fair Price 

• Literature—New Product Information 

• Complete colostomy supply service 

If we can be of service — 

PLEASE CALL 

264 Federal Plaza West 
744-4111 


Office Supplies 
Business Furniture 
Data Supplies 


DeBALD 6> CO., INC. 

FOR PROMPT SERVICE PHONE 746-0597 

1300 Wick Ave. • P.O. Box 6085 • Youngstown, OH 44501 



Youngstown Limb Co., Inc. 

The latest in upper and lower prosthetics 
and accessories. 

CERTIFIED: AMERICAN BOARD OF CERTIFICATION 
Rehabilitation of amputees since 1918 

14 S. Meridian Rd. • Youngstown, Ohio 44509 
792-2561 — Phones — 792-4684 
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The NEOUCOM experience appears to be working out to the 
betterment of all concerned; for our community, our patients, our uni¬ 
versities in the consortium, and our local physicians. We have a student 
body at the Rootstown Campus second to none whose performance on 
National Board tests has been outstanding, and whose poise, dedica¬ 
tion, maturity and professionalism in patient care is uplifting. Many in 
the 6-year Medical program are drawn from our local high schools and 
are, in a real sense, some of the finest students available to higher edu¬ 
cation. We can be proud these new physicians are our very own sons 
and daughters, neighbors and their children. 

Doctor Stanley Olsen and Doctor Robert Liebelt have performed 
their work well in assembling an impressive group of medical educators 
and have implemented some innovative programs; 1 know what they 
have begun so well will be continued by our new Dean, Doctor Colin 
Campbell. Research grants have been awarded to the faculty at NEOU¬ 
COM at a rate well in excess of the national averages, reflecting the 
reputations these men have already established as luminaries in the re¬ 
search field. This has and will continue to advance the quality and 
breadth of exposure in the education program. 

The classes of ’81 and ’82, our first and second graduating classes, 
are already in residency programs and performing beautifully. Our stu¬ 
dents have a decided edge in understanding patient care in a com¬ 
munity setting, as they are being made a vital part of it. The co-mingling 
of the practitioner and student in patient care exerts a salubrious effect 
on both; we are indeed fortunate to have these young men and women 
in our midst. 

I have recently come to understand the real hardship many of 
these young people are facing today. Many (being from our economi¬ 
cally depressed community) have parents temporarily out of work. 
Families in urgent financial distress without hope of relief in the near 
future. These students are thus placed in situations where they must 
borrow money to live and finance their education. Unfortunately, fin¬ 
ancing today can become a very costly proposition and a hard-pressed 
student over a six year period can amass a debt of overwhelming six- 
figure proportion. 

Since we have a real stake in the lives and success of these nascent 
physicians, we must take an active interest in their financial welfare 
as well. Many actually face the prospect of discontinuing their schooling 
(Continued on Page 41) 
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Editorial 

CREW CUTS 

A recent news item reported that crew cuts are returning in California. 
This is not the punk rock type, but has the familiar military look. Can we 
hope for this to sweep the country as a forerunner to the reexamination of 
the values which paralleled America’s rise to greatness? 

Time was when America had heroes and dreams and RESPECT! It also 
had inequities and shabby treatment of some segments of society. Continued 
wars, economic and military, dimmed the lights of shining heroes and spot¬ 
lighted dark villains. 

Respect was taught in the home — sometimes by example, sometimes by 
gentle or forced persuasion. Respect was 'expected in school — the flag, 
government and military leaders, teachers, religious, professions, elders, 
authority. Pride in workmanship and production accomplished personal and 
community achievements . 

Youngstown’s Ray “Boom Boom” Mancini may be one of the new young 
breed ushering in a refreshing era of parental respect and community pride. 
We older folks misunderstood the negativity of youth — the Beatles, long 
hair, unkempt clothing, perceived unconcern for good work, drugs, alcohol. 
But respect was there, waiting to be nurtured. The young respected each 
other, at least. 

It is said that mental depression is one of America’s greatest health 
problems. While the availability of medications has helped immeasurably, it 
did focus on temporary control in many instances. 

One has to wonder why depression is so common. Are there so many 
organic and physiologic cases or does a lack of self-respect contribute to the 
inability to cope with life’s complexities? 

Self-respect is the primary ingredient needed for satisfactory success in 
any venture. And, it must be present before we can expect respect from others. 

In spite of the troubles of recent years, will today’s youth begin assert¬ 
ing itself positively to lead us into new areas of greatness and accomplish¬ 
ment? I like to think so. At least the crew cuts make them more attractive. 

Richard W. Juvancic, M.D. 
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If Professional Treatment 
In Automotive Sales and Service 
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BARRETT CADILLAC 


The sales and service departments at Barrett Cadillac have 
traditionally upheld the professional, quality performance 
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this tradition an expanded line of automotive offerings including 
domestic and imported luxury cars, sports cars, convertibles, 
station wagons, 4 x 4’s and economy cars, and you have a true 
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HE VALUE-ADDED DEALER Visit Barrett soon or 

iSTcTnl n A nnpFT phone to have a Barrett 
£ 3 y*Al 9 alRnB I I sales representative call on 
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because of the financial crunch. This cannot be allowed to happen! 


Mahoning County for the past 15 years has had a physicians-sponsored 
scholarship fund that provides approximately $6000 per year to needy stu¬ 
dent applicants. This fund is administered through the scholarship commit¬ 
tee of the Medical Society that has done a great job keeping the principle 
invested wisely and productively. The money is, of course, available to the 
NEOUCOM students and many students studying here now are beneficiaries 
of these loans. This fund is very much in need of additional pledges from 
our membership so its good work can continue to be expanded. Pledges of 
any amount are welcome and appreciated. 

A second group of physicians concerned with the plight of these young 
people has begun “The Physicians Fund for Medical Education” to try to 
raise monies to assist these students. As president of your Medical Society 
1 am a member of this committee. It is the aim of this organization to find 
enough concerned physicians who will put up $1000 each (or smaller incre¬ 
mental amounts over a 2, 4 or 10 year span) to establish a physician loan 
fund. This fund is not meant as a primary loan source but as a supplement 
only to keep down interest payments — which are usually deferred and 
compounded the 6 year period of study. 


I believe these programs deserve our enthusiastic support, their aims 
are altruistic and laudable and their good-will ripple-effect is unmeasurable. 
They are a meaningful contribution to the fine local talent in our own 
College of Medicine, which has in so many ways demonstrated its firm com¬ 
mitment to excellence. I hope to see our traditionally generous physicians of 
Mahoning County willing to get involved in these much needed programs. 

P. J. Mahar, Jr. 


HAPPY 

BIRTHDAY 






Get your annual check-up 

Feb. 17 

O. A. Turner 

Feb. 19 

A. Hafiz 


Is it time to renew your driver’s license? 

March 10 

R. A. Brown 


March 1 

L. M. Farolan 
N. R. Sarma 

March 3 

F. C. Lin 



M. Szauter 

March 12 


Feb. 21 

N. B. Slistean 
W. C. Reesey 

Feb. 26 

J. R. Sofranec 
E. M. Thomas 

Feb. 27 

L. P. Alexander 


March 4 

H. L. Queen 

March 5 

C. C. Albarran 

March 6 

D. Chung 

March 9 

A. N. Pannozzo 


S. F. Petraglia 

March 14 

J. R. Madison 

March 15 

N. Afrooz 
J. Mersol 
S. Siripong 


HOW MUCH DID YOU SAY? 

The Health and Human Services Administration reports that the nation’s 
total health care expenditures in 1981 amounted to $287 billion. (That is 
237 thousand million or $237,000,000,000.00.) That was about 15 percent 
more than was spent in 1980 and compares to the $42 billion in 1966. Health 
care now consumes 9.8 percent of the gross national product. 
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Waiting for a reason to buy 
Universal Life... 



Congress has approved Universal Life. 


Here are seven more reasons 
you should choose PICO Lifestyle 1, now... 


• PICO Lifestyle 1 is custom 
tailored to fit individual needs. 

• PICO Lifestyle 1 is ideal for 
business needs: buy-sell, stock 
redemption, key man and 
pension plans. 

• PICO Lifestyle 1 cash values earn 
high interest returns — currently 
crediting 12.2% on cash values 
in excess of $500 (4% on first 
$500). 

• PICO Lifestyle 1 offers adjustable 
benefits. 


• Premiums are flexible. 

• Interest earnings are tax 
sheltered. 

• Protection costs, are extremely 
low compared to traditional 
whole life plans. 

PICO Lifestyle 1. The ideal policy 
for professionals of all ages. 

For more information about the life 
insurance product that has been 
approved by Congress, contact 
PICO Life Insurance Company 
today. 



PICO Life Insurance Company 

Bates Drive 
P.O. Box 281 
Pickerington, Ohio 43147 

(614) 864-3900 or toll free in Ohio 
1-800-282-7515 

A subsidiary of 

Physicians Insurance Company of Ohio 
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Outgoing president. Dr. R. W. Kiskaddon (left! received the Presi¬ 
dent’s Plaque from 1983 president Dr. P. J. Mahar Jr. at the Tanuary 
18 Installation Dinner. 

MAHAR IS INSTALLED, KISKADDON HONORED 

Paul J. Mahar, Jr., M.D. was installed as president of the Mahoning 
County Medical Society at the Tanuary 18 meeting of the Mahoning County 
Medical Society and outgoing president R. M. Kiskaddon, M.D. was honored 
with a special plaque. 

In the traditional ceremony, Dr. Kiskaddon administered the oath of 
office to the officers and council members who will serve in 1983. He then 
presented to Dr. Mahar a gavel, made by Dr. Patrick Cestone. (List of those 
installed is on the contents page.) 

During his introductory portion of the meeting, Dr. Kiskaddon asked 
the assemblage to pay special homage to departed members of the Society. 
Those were: H. Bryan Hutt, Myron H. Steinberg, Umbert A. Melaragno and 
John H. Smith. 

Mrs. Dolly Handel, president of the Society Auxiliary, spoke, briefly, 
pledging the assistance and cooperation of the auxiliary to the Society and 
its officers. 

Bound volumes of the 1982 Bulletin were presented to Mrs. Kiskaddon 
and to Dr. Richard Juvancic, Bulletin editor. Entertainment was provided 
by Herb Niland, Master of Magic in a Humorous Manner. 


FOOD FOR THOUGHT 

The contingency fee arrangement for plaintiffs’ attorneys “has done 
more to set the standards of medicine (in this country) than the American 
Medical Association, the Joint Commission on Accreditation of Hospitals, 
and all the specialty boards combined.” Irvin J. Reiner of Houston, Texas, 
in the November 8, 1982 issue of Medical Economics. 
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THE 

OSMA GROUP 
PRIMARY 
PROFESSIONAL 
LIABILITY 
INSURANCE 
PLAN 



OHIO STATE 
MEDICAL ASSOCIATIOn 

600 South High Street 
Columbus, Ohio 43215 

(614) 228-6971 


Low but realistic rates . . . 
profit sharing . . . OSMA physi¬ 
cian controlled . . . responsibly 
managed. 

The OHLY medical profes¬ 
sional liability insurance 
program that is totally 
accountable to you now, 
and in future years. 

Underwritten by 

Physicians Insurance Company of Ohio 

PICO toll-free Ohio number: 
1-800-282-7515 
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PROCEEDINGS OF COUNCIL 
January 11, 1983 

The regular meeting of the Council of the Mahoning County Medical 
Society was held Tuesday, January 11, 1983 at the Youngstown Club. 

The meeting was opened by Dr. P. J. Mahar, Jr. at 7:20 p.m. Dr. Mahar 
recognized Drs. Jaffer, Lambert, Grossman, Brucoli and DiDomenico and 
welcomed them as new members of Council, noting that Dr. Jaffer attended 
the December meeting. 

The minutes of the previous meeting, having been read, were approved. 

The treasurer reported that interest income for the 1982 year exceeded 
that of the previous year. He noted that two physicians have failed to pay 
their 1982 dues and were sent notification, by registered mail, that they will 
be dropped from membership. 

The bills were read and a motion made, seconded and passed to pay 
each bill. 

The following applications were presented by the Censors: 

ASSOCIATE: James D. Enyeart, M.D. 

William P. Sutherland, D.O. 

Sandra E. Willis, M.D. 

The applications were approved. The applicants will become members 
of the Mahoning County Medical Society in the voted category 15 days after 
publication of the names in the Bulletin, unless objection is filed in writing 
with the Executive Director before that time. 

A letter was read from the Youngstown Health Department concerning 
a Communicable Disease lab service being provided by that department. A 
question arose concerning the name of the “certified laboratory” that is being 
used by the Health Department. (It is the YSU Micro-biology laboratory.) 

A letter was read concerning a China trip and it was suggested that 
flyers about trips not be made a part of the agenda in the future. 

A letter was read from the Stark County Medical Society inviting the 
members from Mahoning County to attend the Feb. 11 meeting of SCMS at 
Skyland Pines Club, 3550 Columbus Rd., N.E., Canton at 6:00p.m. to hear 
a program on Liver Transplantation, presented by David H. Van Thiel, 
M.D. Reservations have to be made by Feb. 10 and the cost is $12.00 payable 
to the SCMS, 4150 Belden Village St., N.W., Canton 44718. 

The Scholarship Committee reported an effort will be made to have a 
speaker from NEOUCOM for the event, being held April 14. It was noted 
that eight host couples are needed for the dinner. 

A report from the Medically Indigent Committee reveals that only 84 
of the 354 active and associate members responded to the questionnaire 
about care for the medically indigent. All members are urged to make any 
suggestions they may have for taking care of the problem of medically indi¬ 
gent. It was suggested that the questionnaire be re-circulated in an attempt 
to receive a higher proportion of input from the members. 

A report was given concerning the efforts of NEOUCOM to raise money 
for student loans, medical research, Provost’s discretion and other items. It 
was noted that the Society has a foundation that makes loans to students 
and it is receptive to contributions to enhance that program. The executive 
director was instructed to send a fund solicitation in the mail to the physi¬ 
cians, requesting contributions (tax deductible) to the Mahoning County 
Medical Society Foundation. It was pointed out that some physicians (one 
or two) send a contribution to the Foundation in lieu of sending flowers 
to a funeral. 

The following resolution was presented for Council approval and ac¬ 
cepted for submission to OSMA for consideration at the House of Delegates 
session in May: “Whereas; at the present time there is little risk in filing a 
lawsuit in the State of Ohio, and Whereas, Ohio citizens are continuously 
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at risk to defend themselves against frivolous actions, and to end up penny¬ 
less even in victory, and Whereas, due to the nature of their profession, 
physicians are at increased risk, and Whereas, this increased risk of mal¬ 
practice suits significantly increases the cost of medical care in Ohio, There¬ 
fore be it Resolved, that the Ohio State Medical Association diligently utilize 
every means to convince the Ohio State Legislature to modify the tort section 
in Ohio so there is a financial risk when a plaintiff loses a lawsuit.” It was 
agreed the resolution will be presented for consideration at the Sixth District 
OSMA caucus. A motion was made, seconded and passed to adopt the reso- 

There was' some discussion on the AMA efforts to keep the FTC out of 
the regulation of medicine. Anyone with suggestions as to what can be done 
about the FTC regulation of the practice of medicine was urged to contact 
the OSMA Councilor so the suggestion can be channelled to AMA. 

A motion was made, seconded and passed that a total of three council 
and/or general meetings in 1983 be held on a rotating basis at the various 

Country Clubs in our area. .... , 

A motion was made, seconded and passed, increasing the amounts ot 
two of the budget accounts, on recommendation of the executive director. 

Sixth District Councilor Dr. Anderson announced the caucus to be held 
jan. 26, 1983 at the College of Medicine in Rootstown, and urged all dele¬ 
gates alternates and officers to attend. 

It was announced the Society’s annual Installation Dinner is Jan. 18, 
1983 at the Youngstown Club at 6:00 p.m., with spouses and guests invited. 

The meeting was adjourned at 8:45p.m. 

Robert B. Blake, Executive Director 


c. M. E. AT ST. ELIZABETH HOSPITAL 

FAMILY GROUND ROUNDS 

Feb. 18, 1983 — CARDIOVASCULAR “Beta Blockers in the Management 
of Coronary Artery Disease,” Jan Weber, M.D., Graduate Hospital, 
Philadelphia, Pa. A GEIGY Visiting Fellow. 

Feb. 25, 1983 —GASTROENTEROLOGY “An Aggressive Approach to the 
Medical Management of Peptic Ulcers,” Bertram Fleshier, M.D., Case 
Western Reserve University School of Medicine, A SMITH, KLINE & 
FRENCH Visiting Fellow. 

March 4, 1983 — PULMONARY “Aerosols, Airways and Asthma, Howard 
J. Schwartz, M.D., Case Western Reserve University Consultant in 
Allergy. A GLAXO Visiting Fellow. 

March 11, 1983 — CARDIOLOGY “Calcium Antagonists in the Treatment 
of Angina Pectoris,” Milton Packer, M.D., F.A.C.C., Director of Coron¬ 
ary Care Unit, Division of Cardiology, Mount Sinai Hospital, New York. 
A KNOLL Pharmaceutical Visiting Fellow. 


HITCHCOCK MEDICAL CENTER 

BOARDMAN, OHIO 


UNDER NEW MANAGEMENT 
For Rental Information: Call 792-3516 
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F/wtn tilt Bulktui 

FIFTY YEARS AGO — FEBRUARY 1933 

i^ her l ^ as 3 great controvers y over th e cost of medical care. President 
Coolidge had appointed a committee to study it and after five years the re¬ 
port was made. In fact two of them: A majority report and a minority re¬ 
port. The majority report proposed to lower the cost by a complicated system 
of group practice centralized in hospitals and most practitioners were opposed 
to it. There was no mention then of social security because there was no 
such thing. Neither were there any Blue Cross or Ohio Medical Indemnity. 

Business was at a standstill. Two of our banks had shut their doors. 
Hoover had been defeated and Roosevelt was not to be inaugurated until 
March. He had promised great things and the people were marking time 
hoping the government would do something. 

The Health Department reported on the recent smallpox epidemic, 164 
cases in Mahoning County. Most of them were mild and many in children. 
A vigorous campaign was being waged to vaccinate everyone. A doctor who 
was “carrying” a needy patient could get his prescriptions rebated to cost 
plus 10% by writing MDC on the prescription, and the pharmacist would 
cooperate. 

FORTY YEARS AGO —FEBRUARY 1943 

Barclay Brandmiller was in Florida, wishing he were in Ohio. Bill Evans 
was on the U.S.S. Rixey, an auxiliary hospital ship and transport. John Ren¬ 
ner was on the Albemarle, a repair ship for the Navy air arm. Any one who 
has visited a repair ship or hospital ship and has seen the officer quarters 
knows that the appointments are de luxe. DeCicco’s address changed so often 
his mail was always three months late. J. E. L. Keyes was in Utah teaching 
ophthalmology. Joe Keogh was at the Naval Hospital at Aica Heights over¬ 
looking Pearl Harbor. Hank Sisek was around the other side of Oahu clad 
only in a pair of trunks and getting brown as a native. Gordon Nelson in 
Chicago and Paul Kaufman in Alabama were both to land soon in Africa. 

Local hospitals reported increased occupancy due to group hospitaliza¬ 
tion but there were still many empty beds. Youngstown Hospital was 85% 
filled. St. Elizabeth Hospital reported that 20% of admissions were Blue 
Cross. 


THIRTY YEARS AGO —FEBRUARY 1953 

President Goodwin took note of the new additions to the hospitals and 
asked, “Where are we going to get the personnel to staff them?” 

An article on the nursing shortage showed that in the past 50 years 
while the ratio of physicians to population had remained about the same, the 
ratio of nurses had increased 200%. Yet there was an acute shortage! The 
article explains that nurses are now doing many things doctors used to do. 

The Medical Service Foundation awarded the following scholarships: 
Francis Breslyn, Margaret Dechant, Margery Bertrand and Peggy Ann Marsh 
in nursing: John C. Melnick in medicine. 

Dr. John McCann was installed as President of the National Federation 
of State Medical Boards. 

New members were: C. S. Peabody, M. C. Hanysh and L. O. Gregg. 

TWENTY YEARS AGO —FEBRUARY 1963 

The Keogh Law permitting physicians to put away tax-free money for 
their retirement was passed by Congress. No one knew how it was to be 
administered and the general attitude was to wait and see. 

New members that month were: Gust Boulis, Wilfred B. Dodgson, 
Nicholas Joseph Garritano, Philip Bernard Giber, Robert E. Hamlisch, 
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Maurice Oudiz, Richard K. Rohrer, Elias T. Saadi, Walter J. Weikenand, 
Skevos Michael Zervos, Frank G. Kocab, C. Conner White and Paul E. 
Longaker. 

Sidney Franklin was appointed Youngstown Commissioner of Health. 

A report was received from Dr. John McDonough in Peru about his 
experiences aboard the S. S. Hope. 

John Clair Vance, Sr. died in January. His loss was mourned by his 
many friends and the host of patients he had served so well. 

TEN YEARS AGO —FEBRUARY 1973 

Editor William Moskalik proposed that the answer to HMO organiza¬ 
tions was to invite some of the proponents of such a plan to try forming 
similar organizations among the trades, like Construction Maintenance Or¬ 
ganizations, Labor Maintenance Organization or a Plumbers Maintenance 
Organization. He didn’t think such a plan would gain much acceptance. 

The new medical school was shaping up into a “consortium” venture 
which appeared to be the best way to keep all three universities, Akron 
State, Kent State and Youngstown State, working together instead of fight¬ 
ing each other. The consortium* concept was the brain child of the Society’s 
Medical School Committee, chaired by Dr. Leonard Caccamo. 

Alberta McDonough, microbiologist with the Youngstown Health De¬ 
partment, reported on the Gonorrhea screening program which started in 
August 1972. During that time she went from an average of TOO cultures a 
month to about 500 per month. The main problems were with the clumsy 
candle iars for the Thayer-Martin media and the courier service. During 
the month of December, 1972, there were 473 cultures with 24 positives. 

Dr. John Melnick was still writing about the history of medicine in 
Youngstown. All of the articles which were written for the 1972 Bulletin 
were incorporated into a 132 page book which he had published under the 
title of “A History of Medicine in Youngstown and Mahoning County, Ohio.” 

Dr. E. Troy McCune of Sebring passed away at the age of 66. Three 
retired physicians were made honorary members. These were Dr. J. M. Ba- 
sile. Dr. H. Bryan Hutt, and Dr. C. A. McReynolds. 

Robert R. Fisher, M.D. 


DR. SETHI NAMED DIPLOMATE 

Dr. Usha Sethi, obstetrician-gynocologist on the staff at St. Elizabeth 
Hospital and member of the Mahoning County Medical Society, has been 
named a diplomate of the American Board of Obstetrics and Gynecology. 
She attained this status after passing the board’s certification examination. 


BOARDMAN HEARING AID SERVICES 

6251 Market Street • Marwood Office Center 
Youngstown, Ohio 44512 

• Service Available Six Days Weekly 
• Trial Fittings 

• At the Door Parking 

E. R. JONES PHONE: 758 7345 Q. L. CLUSE 
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NEW & PRE-OWNED PRESTIGIOUS CARS 


MARTIN CLASSIC 


751 EAST MARKET ST., WARREN, OHIO 44481 


YOUNGSTOWN 

PHONE 


545-1645 


Located In 
Downtown 
Warren 


WARREN 

PHONE 


399-8851 


FACTORY AUTHORIZED SALES & SERVICE 
PARTS & LEASING 
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The Medical-Dental Bureau A service entity that 
caters to the additional office needs of Physicians 
and Dentists. Its divisions; Radio Communications, 
Telephone Answering, and Collections, are an 
important part of the emergency, public relations, 
and business segments of the Medical Community. 

1. Radio Communications: Oneway paging-Tone only & tone and voice. 

Two way communication — Portables and 
mobiles. 

Equipment — Motorola exclusively! (The 

highest quality available for our 
Medical subscribers.) 

2. Telephone Answering: Oriented specifi'cally to the needs of the Medical 

Community. Numerous different line services 
available to suit each office requirement. 

3. Collections: Tailored to collect past due patient accounts. 

Each account evaluated individually to collect 
the maximum amount of dollars with the 
minimum number of complaints. 

All three Service Divisions offer the best quality to price value in the 
tri-county area. Your involvement with the Bureau will further enhance 
an already efficient organization to continue its dedicated service. 

For complete details please telephone your 

Medical-Dental 
Bureau, Inc. 

901 Home Savings & Loan Bldg. 

275 Federal Plaza West 
Youngstown, Ohio 44503 

216/744-4513 
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Lois Moss, Manager 
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COMMITTEES FOR 1983 


Alcoholism 

Reed— Chairman 
Bacani 
Gelbman 
Giannini 
Laird, A. T. 

Pappas 

Saint-|ulien 

Renner 

Athletic Injury 

Vuksta— Chairman 
Adornato 
Aiello 
Bernat 
Brocker 
J. Brucoli 
Cinelli 
Cuttica 
Dockry 
Gonzalez 
Guthikonda 
Jaffer 
Panozzo 
Raghavan 
Werning 
Wieneke 
Blood Bank 
Pass— Chairman 
Deppisch 
Garg, S. K. 

Fry 

Squicquero 

Taylor 

Wiltsie 

Budget 

Mahar, Jr.— Chairman 

Baumblatt 

B. P. Brucoli 

Juvanic 

Rabinowitz 

Wang 

Cancer 

Lupse— Co-Chairman 

Wieneke— Co-Chairman 

Adornato 

Altman 

A morn 

Bhatti 

Bitonte 

Carbonell 

Crans 

Deppisch 

Detesco, A. A. 

Fok 
Garcia 
Garg, S. K. 

Goldberg 

Mehta 

Pass 

Roth 

Vuksta 


Canfield Fair 

Schreiber— Chairman 

Friedrich 

Iqbal 

Melnick 

Nicoloff 

Resch 

Sinsenheimer 
Child Learning 

Brucoli, P.— Chairman 

Abram 

Brand.miller 

Cinelli 

Grajo 

Kalavsky 

Klahr 

Klodell 

Mahar, Jr. 

Mirvis 
Sethi, V. 

Wegner 

Civil Defense & Disaster 

Squicquero— Co-Chairmai 
W il ts i e— Co-Chai rman 
Cinelli 
Cossette 
Finley 
Gonzalez 
Jenkins 
Might 
Phillips 
Vuksta 
Constitution 
Pichette, C. E.— 
Co-Chairman 
Tandatnick— Co-Chairma, 
Crawford 
Friedrich 
McConnell 
Ondash 
Szauter 
Warnock 
Watanakunakorn 

Continuing Med. Ed. 

Caccamo— Co-Chairman 
Juvancic— Co-Chairman 
Afrooz 


Amorn 

Boulis 

Bunn 

Conte 

Garg, A. G. 

Guthikonda 

Hoffmaster 

Iqbal 

Kessler 

Mishr 

Oh 

Rabinowitz 

Squicquero 

Speck 


Wang 

Wiltsie 

Diabetes 

Cleary— Co-Chairman 

Mishr— Co-Chairman 

Cinelli 

Gaylord 

Hong 

Jung 

Kiskaddon 
Lakhani 
Latorre 
McGowen 
Pedraza 
Rabinowitz 
Rosenblum 
Wang 
Yar.my 
Drug Abuse 

—Chairman 
Galose 
Gelbman 
Nalluri 
Prochnow 
Renner 
Sethi, V. 

Saint-Julien 

Geriatrics 

Boniface— Chairman 

Banninga 

Cinelli 

Fok 

Hyland 

Jones, E. 

Jones, P. 

Lakhani 
McConnell 
Pannozzo 
Rabinowitz 
Randell 
Governmental 
Medical Care 
Anderson— Chairman 
Barton 
Boening 
Deramo 
Fogarty 
Fry 
Galose 
Mahar, Jr. 

Rashid 

Ruth 

Whittaker 

Grievance 

Dallis— Chairman 

Baumblatt 

Bruchs 

Cinelli 

Gregori 

Kiskaddon 

Levy 
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Lin 
Lupse 
Mahar, Jr. 

Slusher 
Sovik 
Wang _ 

Wasilko 

Health Screening 

Deramo —Chairman 

Abram 

Conte 

Detesco, T. N. 

Garg, A. G. 

Guju 

Grossman 

Raghavan 

Tandatnick 

History 

Melnick— Chairman 

Beynon 

Brandmiller 

DiCicco 

Fisher, R. R. 

Fogarty 

Gordon 

Hospital Relations 

Ondash— Chairman 
Cinelli 

Detesco, A. A. 

Fogarty 

Green 

Hassell 

Hritzo 

Ellison 

McConnell 

Phillips 

Shorten 

Sovik 

Squicquero 
Turner, J. J. 

Wiltsie 

Indoctrination 

Pichette, C. E.— 
Chairman 
Cinelli 
Gregori 
McConnell 
Pichette, D. E. 

Pugh 

Ondash 

Industrial Health 

Boening— Chairman 

Cinelli 

Catoline 

Dockry 

Fagnano 

Fry 

Juvancic 

Klodell 

Kravec 

Lin 

Nalluri 


Pugh 

Shorten 

Insurance 

Abdu— Co-Chairman 
Ruth— Co-Chairman 
Barton 
Deramo 
Detesco, T. N. 
Melnick 
Nalluri 
Shorten 
Legislative 

Pichette, C. E.— 
Chairman 
Anderson 
Chiasson 
Detesco, T. 

Goldberg 

Hernandez 

Holden 

Ruth 

Solyn 

White 

Maternal Health 

Bernstine— Chairman 

Alexander 

Bruchs 

Buckley 

Colla 

Chiasson 

Fogarty 

Hazelbaker 

Huang 

Lenhart 

Lepore 

Moskalik 

Roth 

Saint-Julien 

Solyn 

Medical Assistants 

Evans— Chairman 

Brandmiller 

Galose 

Goldberg 

Hightower 

Ruiz 

Sethi 

Sofranec 

Sovik 

Med. Emergency Serv. 

Cossette— Chairman 

Campolito 

Jenkins 

Martin 

Mclver 

Pappas 

Parry 

Ruth 

Sarantopoulos 

Squicquero 

Wales 

Wiltsie 


Medical Legal 

Reed— Chairman 
Bennett 
Brocker 
Brown, R. A. 

Chevlen 
Detesco, T. N. 

Laird, A. T. 

McConnell 

Sevachko 

Solyn 

Medical School 

Caccamo— Chairman 
Abdu 

Brown, D. B. 

Bunn, W. H. 

Chiasson 

Crans 

Finch 

Ghani 

Goldstein 

Guthikonda 

Kessler 

Kohli 

Lenhart 

Mishr 

Pass 

Shorten 

Squicquero 

Wiltsie 

Medicine & Religion 

Rosenblum— Chairman 

Brocker 

Chiasson 

Cinelli 

DeCicco 

Detesco, A. 

Gilliland 

Kohli 

Nicoloff 

Resch 

Mental Health 

Waltner— Chairman 

Gelbman 

Boniface 

Constantinidi 

Giannini 

Kachmer 

Prochnow 

Solana 

Prisons & Jails 

Levy— Chairman 

Belinky 

Bernat 

Catoline 

Gordon 

Hayek 

Hunt 

Johnson 

Wasilko 

(continued 
page 55) 
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Doctor: 


WE HELP YOU 
HELP YOUR 
PATIENTS AT HOME 

EQUIPMENT AND SUPPLIES FOR 

Nursing Care s -■>> 

Respiratory Therapy a £ 

Oxygen Therapy 
Physical Therapy 

Rehabilitation M M 

Exercise and Fitness y ^ 

Pain Control (TENS) _ 

Orthopedics # 

Traction 

Blood Glucose Monitoring 
EMGBiofeedback f 

Ostomy Care ^ 

Incontinence Care v -- ^ 

Apnea Monitoring 
Decubitus Prevention 
Low Back Support 

Venous Pressure 
Support 



24 HOUR 
EMERGENCY 
SERVICE 





^center 

medical equipment 
& supplies 


SALES/SERVICE 

Showroom Store 
1821 Belmont 

746-8871 


Youngstown's Oldest “Exclusively Medical " Home Service 
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Public Health 

Goldberg— Chairman 
Fulks 

LaManna, |r. 

Nath 
Mikolich 
Rich, F, A. 

Public Relations 

B. P. Brucoli— Chairman 

Adornato 

Banez 

Brown, D. B. 

Bitonte 

Detesco, A. A . 

Dietz 
Gregg 
Grossman 
Pesa 
Shorten 
Radio & TV 

Schreiber— Chairman 

Amorn 

Banez 

Bitonte 

Brown, D. B. 

Bunn 

Cinelli 

Conte 

Hoffman 

McDonough 

McGowen 

Melnick 

Pugh 

Riberi 

Solyn 

Rehabilitation 

| acobson— Chairman 

Amedia 

Cuttica 

Drucker 

Gonzalez 

Hashmi 


Kalfas 

Nagpaul 

Nicoloff 

Pannozzo 

Parris 

Rural Health 

Fok— Chairman 
Arnott 
Friedrich 
Gilchrist 
Miglets 
Petraglia 
School Health 
Wegner— Chairman 
Abram 
Brucoli, B. P, 
Bleacher 
Bernat 
Cinelli 
Conte 

t Grossman 
Hazelbaker 
Iqbal 
Jaffer 
Klahr 
Ko 

Krishnan 
LaManna, Jr. 

Mirvis 

Politi 

Social & Program 

Lambert— Chairman 

Bitonte 

Chevlen 

Dietz 

Goldberg 

Hernandez 

Juvancic 

Speakers’ Bureau 

Mein ick— Chai rman 
Amedia 


Banez 

Brown, D. B. 

Conte 

Gregori 

Lipton 

Loeser 

Murray 

Nicoloff 

Riberi 

Schreiber 

Shorten 

Solyn 

Starr 

Wieneke 

TB & Pulmonary 

Bal, T. S.— Co-Chairman 

Politis— Co-Chairman 

Fulks 

Ho 

Kline 

Kravec 

Torok 

Saadi 

Trauma 

Dockry— Chairman 

Bernat 

Brucoli, J. 

Cinelli 

Cossette 

Crans 

Cuddapah 

Cuttica 

Finley 

Garcia 

Garg, A. G. 

Gonzalez 

Hightower 

Kohli 

Mehta 

Politis 

Raghavan 


NEWS FROM NEOUCOM 

Colin Campbell, M.D., former dean of the School of Primary Medical 
Care, University of Alabama, took over as Provost and Dean of Northeastern 
Ohio Universities College of Medicine at Rootstown, Ohio on February 1. 
He succeeds Dr. Robert A. Liebelt. 

The following promotions were announced by the NEOUCOM Board of 
Trustees: to Professor—Ludwig M. Deppisch, M.D., Pathology; Abdur 
Rashid, M.D., Internal Medicine; 

From assistant to associate professor — Hugh Bennett, Internal Medi¬ 
cine; Steven M. Kalavsky, M.D., Pediatrics; Frederick Kunkel, M.D., Inter¬ 
nal Medicine; Amarjeet Nagpaul, M.D., Internal Medicine; Ernest F. Sabado, 
M.D., Pathology; 

From clinical assistant to clinical associate professor — J, fames An¬ 
derson, M.D., Pediatrics; 

From clinical assistant to assistant professor — Emil Dickstein, M.D., 
Internal Medicine; Charles McGowen, M.D., Internal Medicine. 

From instructor to clinical assistant professor — Joungsen Hong, M.D., 
Internal Medicine; Khalid Iqbal, M.D., Pediatrics. 
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Direct to you 


Quick reimbursement, direct to you, 
rather than to your patients. That's as¬ 
sured for all your Basic claims filed with 
Ohio Medical Indemnity Mutual Corp., 
the Blue Shield plan in Worthington, 
under our new ADVANCE Plan agree¬ 
ment. The agreement asks that you ac¬ 
cept as payment-in-full our UCR reim¬ 
bursement for covered Basic services 
you perform. With your agreement, your 
practice will benefit from automatic 


i practice win DenentTrom automatic M 

payment 


direct payment to you, ending any delays 
or uncertainties involved with collections 
from patients. This direct payment is only 
for cooperating ADVANCE Plan physi¬ 
cians. What’s more, you’ll receive your 
OMIM claims reimbursement on a weekly 
basis rather than the current biweekly 
schedule. Your cash flow will be im¬ 
proved; collection or non-payment prob¬ 
lems involving OMIM subscribers will 
be reduced significantly; and you’ll be 
assured your reimbursement will be 
made on a fair, equitable and timely 
basis. For full details, ask your Blue 
Shield Professional Relations area rep¬ 
resentative. Payment direct to you. It’s 
one of the advances of the 

ad\Ance plan 

Good business theory, 
put into practice 


Blue Shield 

Ohio Medical Indemnity Mutual Corp. 
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RENT - LEASE 

Day ■ Week Month ■ Year 


1983 NEW YORKER 
FIFTH AYE EDITION 


LOADED WITH LUXURY EQUIPMENT 



RENT FOR 


LEASE FOR 


★ WEDDINGS 

★ BUSINESS 

★ PLEASURE 

★ VACATIONS 


★ TAX ADVANTAGE 

★ NO CAPITAL 

INVESTMENT 

★ LOW MONTHLY 

PAYMENTS 


WE LEASE 


GENERAL MOTORS - FORD - CHRYSLER 
MERCEDES BENZ - B.M.W. - PORSCHE - DATSUN 


1/ALLEY 

V LEASING, INC. 


Serving Mahoning and Shenango Valleys 
5200 Market Street 2300 E. State Street 3320 Youngstown Rd., S.E. 

YOUNGSTOWN, O. HERMITAGE, PA. WARREN, O. 

216-782-9249 412-981-9222 216-396-6700 
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Y. H. A. CME CALENDAR 

FEB. 12, 8:00 - 9:00 a.m. Hitchcock. Tumor Conference “Parathyroid-Mul¬ 
tiple adenoma. Type II”. P. D. Bunn, M.D., moderator. Cat. I and 
Presc. 1 hour. 

FEB. 12, 9:00 - 10:00 am. Hitchcock. Surgical V. P. “Initial Antimicrobial 
Treatment For Life-Threatening Infections”. Charles V. Sanders, M.D. 
Professor of Medicine and Microbiology, LS(J Medical Center. Cat. I 
pending. 1 hour. 

FEB. 15, 8:00 a.m. Tower 2. Emergency “Coma”. A. Nagpaul, M.D., YHA 
Neurology Service. Cat. I and Presc. 1 hour. 

FEB. 17, 8:00 - 9:00 a.m. Tod #2. Pediatric Rounds. Cat. I. 1 hour. 

FEB. 17, 8:00 - 9:00 a.m. Hitchcock. William Bunn Memorial Lecture. Cat. 

I. 1 hour. 

FEB. 19, 8:00 - 9:00 a.m. Hitchcock. Tumor Conference “Childhood Leu¬ 
kemia”. L. Pass, M.D., moderator. Cat. I and Presc. 1 hour. 

FEB 19, 9:00 - 10:00 a.m. Hitchcock. (1) “The Interdisciplinary Oncology 
Unit”, (2) “Deoxcycoformycin — An Exciting Phase II Agent”. Michael 
R. Grever, M.D., Director Interdisciplinary Care Unit, O.S.U. Cat I 
(pending). 1 hour. 

FEB. 22, 8:00 - 9:00 a.m. Emergency. “Hypertension”. A. Rashid, M.D., 
YHA Nephrology Service. Cat. I and Presc. 1 hour. 

FEB. 24, 8:00 - 9:00 a.m. Hitchcock. Medical Rounds Panel “AIDS Syn¬ 
drome”. John York II, M.D., director DeYor Laboratories; L. Pass, 
M.D., Chief YHA Hematology-Oncology Services; J. Myers, M.D., Chief 
YHA Infectious Disease Service. Cat. I and Presc. (pending). 1 hour. 

FEB. 26, 8:00 - 9:00 a.m. Hitchcock. Tumor Conference. “Malignant Basal 
Cell CA”. R. Murray, M.D., moderator. Cat I and Presc. 1 hour. 


HIGH FIBER DIET SURVEY 

Interest in the use of a high fiber diet for a number of medical condi¬ 
tions has prompted a survey of 750 regional physicians, beginning this month, 
conducted by Jean Hassell, M.S., R.D., instructor, food and nutrition, Home 
Economics Department, Y.S.U. 

Frequency and effectiveness of each doctor’s prescribing practices with 
the high fiber diet will be probed by a questionnaire which also will seek 
information on the physician’s specialty. The questionnaire will also ask about 
the amount and kind of high fiber diet and who gave the patient instructions. 

The ten specific entities being surveyed include: 

1. constipation 

2. irritable bowel syndrome (spastic colon) 

3. diverticular disease 

4. hiatal hernia 

5. elevated serum cholesterol 

6. appendicitis 

7. varicose veins 

8. colon cancer 

9. diabetes mellitus 

10. hemorrhoids 

After analysis results of the study will be published in hopes that similar 
studies in other parts of the country will yield useful information. 

The National Institute of Arthritis, Metabolism and Digestive Diseases 
indicates illnesses of the GI tract are responsible for the hospitalization of 
more Americans than any other group of diseases. One question which begs 
for answer is whether or not high fiber diets or other medical means will 
be suitable alternatives to surgery in many of these conditions. 
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Classified Advertising 


SPACE AVAILABLE 

FOR IMMEDIATE OCCUPANCY 
office space available. 960 Sq. Ft. in 
Forest Hill Professional Center. 8150 
Market St., Boardman, Ohio. 

M Call Dr. Friedrich, 758-1411 
HOUSE FOR SALE 

Warner Road Liberty. 3,700 Sq. Ft. 
or 8 acres. Asking $225,000. G. Robert 
Barton, M.D., 568-7384. 

FOR SALE 


One wood treatment table, 1 ritter ta-, 
ble, I Cryo stik. Call after 6:00 p.m. 
Ellen E. Tims, 788-9024. 

OFFICE SPACE 

Choice Office Space. Modem, well 
decorated. Up to date high rise build¬ 
ing. 1350 Fifth Ave., Wick Park area. 
Choice suites available from 300 sq. ft. 
For appointment call 747-3517. 

HOUSE FOR SALE 

Indian Trail, Poland, 21/2 acres wooded 
area, abutting Poland Park. Georgian 
Style. 4 years old with heated pool, 
4-car heated garage, 5 bedrooms with 
31/2 baths. Five minutes from 1-680. 
Asking $395,000. Call Dr. William B. 
Rich at 755-3233. 

YOURS FOR THE TAKING 
Office Model Ultra Violet lamp, com¬ 
plete. Used for treatment of skin dis¬ 
orders. Owned by practicing physician. 
Located at 4141 Sampson Road, phone 
759-0744. (Professionals Only) 
PSYCHIATRIST WANTED 
PSYCHIATRIST: To provide evalua¬ 
tions of adjudicated delinquents and 
case consultation to staff of residential 
treatment program. This would be on a 
12 hour per week basis as part of a 
mental health program of local mental 
health center. Specialization in the area 
of adolescence and/or services to delin¬ 
quent youth is preferred. Please send 
resume to: Human Services Center, 
P.O. Box 310, New Castle, Pennsylvania 
16101 (412) 658-3578. 

CHINA TOUR 


Medical-Dental tour of China departing 
Sept. 19, 1983. Returning Oct. 8th. Cer¬ 
tificates of attendance to physicians 
available. If interested, contact Dr. 
Chevlen, 744-1184. 


FOR RENT 

New Hampshire. Contemporary solar 
ski house. Secluded, wooded area; two 
bedrooms and loft; fireplace, fully fur¬ 
nished. S275 per week plus utilities. 
W. Loeser, M.D. 799-7372 or 746-0109. 


FOR SALE 

Ambulatory Cardiac Monitor made by 
Cardiodyne, $900.00. Excellent condi¬ 
tion. Being retailed for $1999. S. K. 
Mishr, M.D., 124 S. Main St., Poland, 
Ohio 44514. 

FOR SALE OR RENT 
Villa for sale or rent. Hilton Head 
Island. Three bedrooms, 3 V 2 baths. 
Decorator furnished. Garage, laundry, 
large sundeck overlooking nature pre¬ 
serve, tennis courts, heated pool, jacuz- 
zi, bike trails. Ocean, golf, marina near¬ 
by. Call Dr. A. Conte - - 726-8877. 

HOUSE FOR SALE 

Boardman area - Squirrel Hill. 3 Bedrm. 
Colonial. Central Air, many extras. 
'Owner will consider financing 25% 
down. 

Call 743-4170 or 758-1012 
EQUIPMENT FOR SALE 

Office equipment for Family Practice 
and Pediatrics for sale. New pediatric 
examining table with built-in scale, flat 
examining table, sterilizer and one me¬ 
dical cabinet. Call Dr. Bohmila Slabo- 
chova, 793-9543. 25 N. Canfield-Niles 
Road, Office #30, Austintown. 


HOW TO BUY EXPENSIVE SUITS INEXPENSIVELY 

f UQWKVW 1 

J 


HOLIDAY HOUSE 

MONROEVILLE 

LOWER LEVEL 
PHONE 

823-3224 824-4000 

Con you afford a suit off 
the rack..then you can af¬ 
ford a beautiful hand made 
suit from Montaj Tailor. 

Let us help you look and feel perfect...especially 
if you are Short, Slim or Hard To Fit. 

SUITS SHIRTS 

s 185 S 24 S0 

Regularly $245 Regularly $29 

Over 5,000 fabrics to choose from 

• We Also Make Ladies 7 Suits & Shirts 

Daily 11:00 to 8:30 SAT. 11:00 to 6:00 
FREE PARKING 
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TYCOS SPECIFICATIONS model ~ tycosa-iooo 


Display Type 

Digital Liquid Crystal 

Measurement Range 

Pressure: 0 to 300mm Hg Pulse: 40 to 200/min. (±5%) 

Manometer Pressure Accuracy 

±3mm Hg or ±2% of Reading, whichever is greater 

Cuff Inflation 

Manual—Rubber Bulb 

Cuff Deflation Rate 

Automatic Deflation Valve 

Fast Pressure Release 

Push-Button on Valve 

Korotkoff Sound Detection 

Piezo-Electric Ceramic Microphone 

Power Source 

Four AA Alkaline Batteries, Optional Adapter, 120V AC 

Operating Environment 

50° F to 104° F (10°Cto40°C) 

85% Relative Humidity Max. (non-condensing) 

Storage Environment 

-4°F to l31°F(-20°Cto 55°C) 

Unit Weight 

Approximately 10.5 oz. (300g) with Batteries 

Dimensions 

Approximately 3"W x 6"L x 1.6"H(80mm x 155mm x 41 mm) 

Accessories 

120 VAC, 60 Hz Adapter-Child Cuff 8" to 1 l"(20cm to 28cm) 
Large Adult Cuff 13'/>" to 20" (34cm to 51cm) 


When our representative calls on you, ask him 
for further information 
or phone: (216) 755-9876 

Lyons Physician Supply Co. 

704 Youngstown-Poland Rd. 
Youngstown, Ohio 44501 










